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arylebone Spiritualist Association, Ltd. 


i SUNDAY EVENING, MEETINGS at 6-30. p.m. at 
NWAY HALL, Lower Seymour Street, LONDON, W. 
Just off Oxford St., close to Portman Square). 


DAY, SEPTEMBER llama, Mr. A. VOUT PETERS. 

SUNDAY, SEPT. ISTH, SERVICES AS USUAL. 

ion Free. Collection. Inquirers cordially invited. 
‘open at 6p.m. No admission after 6-4@%p.m. 


LONDON SPIRITUAL MISSION, 


-PEMBRIDGE PLACE, BAYSWATER, LONDON, W. 


, SEPTEMBER 11TA, at 11, Mr. E. MEADS. 
At 6-30, MR. E. W. BEARD. 
, SEPT. TATH, at 7-30, Mr.  FHOMAS ELLA. 
AY, SEPT. 9TA, at 7 30, FLOWER SERVICE, 
Mrs. GLADYS DAVIES. 


AY HALL (THRO. PASSAGE BETWEEN 4 & 5 Tar 
BROADWAY). 
NDAY, SEPT. LITH, at 11, Mrs. M. CLEMPSON, 
At 6-30, Miss V. BURTON. “ 
AY, SEPT. 14TH, at 3, HEALING Crete. From 
‘3, Treatment per Mn. and Mrs. LEWIS. 
-Ab 7-30, Mrs. M. B. SUTTON. 


WISHAM SPIRITUALIST CHURCH. 


H: i, LIMES GROVE, LEWISHAM (op. Electric Theatre) 


Ay, Surriinen LITH, ab 1 15, Ores ‘Omen, 
COWLAM. At 6-30, Mr. ERNEST MEADS. 
‘SEPTEMBER 14ra, Mr. J. P. epee ot 


N, L S. A 


SEPTEMBER lira, at 11, Mr. NORTH, 
Address and oer tk 
Mr. A, PUNTER, Address and Clairvoyancée. 
ESDAY, SEPT. LiTH, at 8, Mr. G. A. SHARPE. 
EPT. 18re, at 11, Dr. W. J, VANSTONE., 
SAG 7, Mr. G. A. SHARPE. 
Livery SuNDay, at 3, Lycrum. i 
‘Conductor, Mr. W. DRINKWATER. - 
DAY, ab 8, PUBLIC’ OMCLE (Members Only). 
a at 7-30, WRIST DRIVE in aid of 
E ilding Tund, 


5TH, ab 8- aa 
‘Trance 


FRIDAY, SEPTEMBER 9, 1921. 


Registered at the 
G.P.Q. as a Newspapes 


Price Twoprncr. 


SALE SPIRITUALIST CHURCH SERVICES.. 


SUNDAY: 10-45, yorum. 2-30, MEMBERS ONLY. At 
6-30 and 8, at the TECHNICAL SCHOOL, SALE. 


SUNDAY, SEPTEMBER lirn, Mrs. SITBARSMITH. 


30a, Bie STREET, Lonpon, W.1. 


President : MARY Q. GORDON. 
Vice-Presidents : Mies Hepes W. Streap, Miss S. yi 
.MACREADIE and ALD, D. J. Davis, J.P. aJ 
Treasurer : Mrs. EH. DAVIDSON. Hon. Sec.: MR, A. T. CONNOR 
Membership is open to all Bona FDE Spiritualist’ 
Workers and Students. ed wee forms can be obtained 
from tne Hon Sec., Mr A. T. Connor, 19, OAKHURST Rp, 
Foresr GATE, LONDON, E.7. 


-PROVE THE TRUTH OF SPIRITUALISM IN YOUR own 


HOME. 


Try the “ALPHAGRAPH.” 


Only 5/9 post tree Gotonles 6/9). 


Tse Most SUCCESSFUL GommcwidaT0R ON THE Manger 
ALSO THE CHEAPEST. 


‘A Boon TO INVESTIGATORS. 


It combines in unique form both PLANCHETTE 
and ALPHA-POINTER. Can be INSTANTLY 
CHANGED from one to the other. The most simple 
complete and convenient instrument ever brought before 
the public atso small a price. LARGE SCATs§ of letters,- 
FIGURES; etc... FULL Insrruerions. SIMPLE. Test: 
monials from all parts.of the country. SEND FOR ON. 
TO-DAY AND Try IT IN Your. Own’ PARET : 


“RAYSAL” MANUFACTURING CO., 


Liverasal, 


153 Duke Street: 


| ARE YOU DEVELOPING CLAIRVOYANCE 


A GOOD CRYSTAL HELPS. 


BRITISH MAKE. 


YOUR HEALTH 
SPOIL YOUR 
APPEARANCE 


“But take BURCHELL'S REMEDIES and 
: KEEP FIT! 


Yos, Fit for Anything! 


| BURGHELL'S 
Famous Six Golden Remedies, 


Waior By. Onn TRIAL WILL SPEAK FOR THEMSELVES. 


Burchell’s Special Stamach and Liver Pila. 
, Burcholi’s Wonderful Tic and Nerve PHie. 
’Barchell’s Special Indigestion Pilis. 
Barchell’s Special Cough and Bronchitis Pills. 
Barchell’s Special Diuretic and Gravel Pille. 
Burchell’s Spocial Rhoumatic Pills. 


é They sre not “‘Oure-Alls,” but for the various eom- 
‘plaints they are intended for will be found, as we affirm, 
“REAL GOLDEN REMEDIES.” 


Sold In Boxes, post free os = U4 

Three Boxes, post free a 3/6 

Six Boxes, post free .. 8/~ 
Forming a Useful Medioine Ohest fot any Home 


‘Io BURCHELL'S MEDICINE & PILLS 


‘Are to be found the puré ingredients of the Finest 


Herbs, Roots and Barks, whioh tone up the Stomach, 

i.. Liver and Blood, and make life worth living. 
fedicines are made up specially for every individual 
 @a80, 80 that a remedy of the highest value ia obtained, 
= Wyery description of ailment taken in hand through 
e. medium of sorrespondenee, and earefully eon- 
dered by sending a plain statement of the ease, 

- enolosing a stamped envelope for reply. 


_NO HOME SHOULD BE WITHOUT 


© BURCHELL’S 
Re-Embellisher for the Hair. 


It’ ‘Stops Falling, Thinning and Greying. 


The ARCANA has for many years been regarded 4 
Text Book of Spiritualism. It has run through my 
editions, and is regularly quoted. Written by a dy 
thinker—a medium of high repute—it presents the 
from every side, and maintains its place as an authoritali 


Strongly bound in Scarlet Cloth, with poral of At 
Over 300 pages. 


Price 7/-. Post free, 7/9. 
SPECIAL TERMS TO SOCIETIES FOR QUANTITIE! 


TWO WORLDS OFFION, MANCHESTER. 


The Universal 


BADGE OF SPIRITUALISM ( 
BROOCH OR PENDANRT.. 


‘. Biue enamelled Star with pierced: 
in centre, open set in metal Cirdle, 


Oxydised, 3/-. Copper, 5/6. Gold,3 


MRS. MONTGOMERY IRVIN 
115, Ladbroke Grove, London, 


EXPERIMENTS IN PSYCHIGAL SCIEN 


Levitation, ‘“‘Contact’’ and the ‘‘Direct Voice 
By W. J. ORAWFORD, D.Sc. 


By MADAME HOME, _ 
Edited by SIR ARTHUR OONAN DOYLE, 


‘Twentieth oo 


250 Pages. 


Large 8vo. i , 
Price 9/6, post free. 


Full Cloth. 


THE TWO WORLDS OFFICE, MANCHESTER, 
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Original Poetry. 


The Fairer Land. 


DEPARTING day’s last breathless kiss 
Upon a silent sea, 

Uplifts me whither ancient bliss 
Awaiteth me. 


For every touch of beauty’s hands 
Yn all the spheres of time 

Awakes fair symbols of far lands, 
Yet more sublime. 


My ancient love fled long ago 


To where yet fairer flowers blow 
Than this world bears. 


And in those fleeting touches here 
That paint land, sky and sea, 
There shines my long lost loved one’s dear 
Form, 1 ving me. 
So passing day’s soft farewell gleam 
Upon the darkening wave, 
‘Transports me far away in dream 
Beyond a grave. i 
S —COR, 


o— 


“J Will Arise.” 


A Spiritualistic Sermon. 


James McBlain. 


The languages of the East 


lt was natural that” 


pod Jesus should. seek to teach spiritual truths 

aterial signs. 
adam idea of the spiritual kingdom which was not fully 
t Hed y evéh those of his nearest followers. 

Image worship has existed in all ages; the spiritual 
uth. underlying or at the back of all nied expression 
not perceived: by the mass of mankind. It seems that 
he material is like the first letter of the spiritual alphabet, 

man cannot learn to read without first knowing some- 

gof the A B C of wisdom. The mythologies of Greece 

Rome were evidently drawn from nature, and we might 

y that, those beautiful systems were ali once systems 
: natural and spiritual philosophy. The story of 
Ny prodigal 500, indeed, dike all renee hasi a double 


witl a high ee of his possi sibilities, with ‘some’ 
of: ‘doing a wonderful work, -making an: epochal 
zwe are not told what his intentions were when 


he portion of goods that. would.in the course ` 


a to ‘him. Is there any real reason wë should 
ne wighont ethan a that he intended, to spend 
as Dé: attorwatās did ? 


Of sae of his. ie hae. ust have been | 
bin him. also, and I think. Wwe ‘may give.him 
a fairly good purpose when he left. home. 
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There is no doubt in my mind that he. 


From : 


1921 


Wo much of discovery. geographical, has not awed its 
tence to the youthful ambition for foreign ex perience? 
ae men, if oy did nat leave the ae A, roof, J 


and advisors: : and i in scienco, A abilo politic 
or other walks of life, as they are called, have become 
distinguished. ' Every one who leaves his home, 

home, docs not become a prodigal, Let us give this young 
man credit for good intentions, as we do not read that 
hitherto he had misconducted himself in.any way. ‘Let’ 
not look for evil where we may find good. 

But, alas, this young fellow, when he got into that 
far country—or shortly afterwards--we do not: know 
how long he was there when he fell from ways of righteous j i 
ness, wasted his substance in riotous living. The narratis 
is concise. He went there and wasted his substanc 
That is all—quite enough. We can guess the rest. 

And when he bad spent all there ATOSE a tamine 1 i 
Aa ana he began to pbe in w ant. 


peers foe work, might ne peer him foun Gane But 
meets was a clack of T SGrOPe were scarce, ‘and. the. 


in spal ‘sely settled lands anre one may ‘jare to 
far to get something to eat, we may conclude the 
was PE a severe one. 


beasts. The narrative goes on to sae that when he ame 
-to-himself he said, “How many hired servants of my. 

have bread enough and to spare, and: I perish with 

IT will: arise Sana i go to my Tablier.: = 


came that vision? Is it not in our distress that we ge 
the most glorious visions s! soo ? a bave rea 


‘snd moral peace. Don we e fast Pay or 
-we do not believe in complete fasting, do we deny i 


‘ual communion of the best kind ? 
ae seats ee ae oor a Short time, 


For Aas, the heart can pump life into ti 
‘body: and soul. 
‘There is a 
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in sin’s effects when we suffer, in disease’s weakness, in 
‘financial trouble, too, we have visions if we at all believe 
he, Father’s love, of the sufficiency there 
:. There is a sense in which we have all gone astray, and 
forsaken our spiritual Fathers home. If it is only in 
thought, it is still a departure from the truth when we 
would wish to be away from His loving care. It was not 
ý ng for this young man to wish to be away to do daring 
òr`noble deeds, but it would be wrong for anyone of us 
‘to seek to leave the care of the Heavenly Father of us all, 
` our Father-God. If only for a moment we think seriously 
of sin, it is sin; we must not harbour the thought, else it 
will develop into action. But if i does, and we learn that 
~ we have been mistaken when we suffer by it, and we have 
“aivision of the delights of good living and good works, then 
et us say, with this sorrowing and suffering young man, 
“HY will arise,” I will arise from my digging in the mud of 
‘falseness, from my feeding the swineful greed of my body ; 
‘I will arise, I will lift my head to the firmament on high 
wherein is the glory of God the beautiful, and I will go to 
‘Him. I will change the course of my life, I will think and 
work for God, for love, for purity, for holy and sacred truth. 
‘And the story goes on to say that he did so. THe arose 
pand came to his father. What hospitality must he then 
“have received on the road. And, my friends, when we 
désire with our hearts to do the right thing we always find 
away to do it; we are helped by the world above and 
about us in the spirit, if we so believe and seek. Our 
heavenly Father never really deserts His children. The 
smoking fires He will not quench. The people on the road 
to his father’s estate must have treated the prodigal well 
enough for his sustenance of life. There are many friends 
he spirit world for all of us; we are all of us aided every 
dour by legions of workers for our spiritual good and wel- 
ares if we only turn to them in our hearts, they respond 
O our every call, Our Father above and within can never 
sand never will, 

And when he was a great way off we are told that his 
ather saw him. You see, his father must have been on the 
ook out for him, His father had never forgotten him. 
What father can ever forget his sons, especially the younger 

ties, those who are most in need of his loving care? Our 
eavenly Father cares for all of us; for those of us who 
eed Him most, He cares most. No doubt the father had 
vision, too. Some spirit friend of his told his yearning 
heartsthat his dearly beloved son was on his way, ‘home in 
nb and sorrow. 
‘So,.my friends, some of you have had visions of your 
élicts, of your loved ones who have been on their way 
ack: to your loving arms. And you have figuratively 
oné as the father of our story: you have run and fallen 
e neck of your erring but repentant child and have 
him. What good father could do otherwise ? . 
“And there was great rejoicing in that house. Prodi- 
thus do come home and make good, in many senses. 
é is always hope for everyone. And no one is cast out 
who comes to right thought and deed. This lesson, may be 


IT, and know that we have erred because of our 
ve must look up, and rise up, and go to the Father 
w heaven and on earth and in our hearts, has given 


èspect it partakes especially of the eastern. and 
abit of picturisation, . It is a symbolical descrip- 
the works of nature ìà in part and on the whole, There 


their sires. They too arise and go toward their fathg 
Even the rusting battleship in the depths of the ocean mi 
give of its iron life to the seas, where it will grow again 
other forms, let us hope, of a more peaceful kind, in fu 
ages. The hammer that the blacksmith wields 
muscular strength, when it has been worn down by: toil 
does not lose its being, but lives, if in the dust of the earih 
only for a period, but in the make-up of something else 
the distant life of this planet and of the universe; th 
is nothing lost. 

Shall science then tell us that dead matter is not dead: 
but lives, and deny that our souls shall live to glovify th 
God who made them? ‘The base materialist says tha 
matter is eternal, and cannot be destroyed. What ther 
of our souls? We have none, he may say, and deny 
own life, his own reason, his own manhood, and would 
make himself the god of the living and of the dead, th 
supreme judge of the unknown, which is infinitely beyon 
his ken. In accordance with the other laws of nat 
when our bodies are laid in the ground after death 
elements of their composition will first be disseminated 
and then incorporated in other things, and rise again 
new Hie. But what of the spiritual part of us? Is tha 
the end of it? We cannot think so. We cannot think 
an end to thought. We cannot imagine an end to our so 
We cannot conceive of an end to anything except a form 
because an end, a finality, exists not in the universe, an 
cannot exist, as far as we know. We might think of 4 


‘end of a form as a form, because we think of it as bein 


broken. up and dispersed, but how could our souls 
broken up and dispersed, for our souls, our individualit 
are things spiritual, things indivisible, unbreakable, whos 
forces act all as one. The force of the tree is continued 
a material force after the tree dies; force, principle, js 
undying, But material forces disintegrate, spiritual forces, 
by their nature as spirit, are indivisible and are continu 
for ever. The soul of man lives forever. We will arise 
spirits from the decaying clay houses of our earthly habi 
tion. We shall have spiritual bodies, so-called, but th 
are with us now. They interpenetrate our material fram 
There may be other and still finer forms. But the spin 
itself we know will arise. “This is the Jaw of natur 
law of life. 

We know that we shall arise at so-called death, ar 
and go towards tle Father. The journey will be, perhay 
long before we come actually to the Father’s arms, an 
when we-do get there, and the rejoicing is all over, tt 
will be work for us to do. The prodigal son did not go hon 
to do nothing, he thought of being a hired servant forhi 
father. And so we must think of the home beyond. N 
a home of idleness, not a home of merely music and singin 
of praises, and of living in light and sunshine, basking:in 
the light and loving. glances of ‘‘the throne,” as it is called; 
but of a home wherein there is something for everyone 
do, where we may all find at last that work for which we 
have hoped and yearned all our lives, where we may enjoy 
the gratification of a full return of ail our loves and : 
our ambitions of their highest character, where in the full 
sunshine of the Father’s smile we shall do His will unceas- 
ing, and run to do it gleefully. : 

How glorious a thing this will be. Ali our hopes; our- 
happiest dreams realised. What beautiful things wehave 
thought of. And then beyond that, for who does not thì 
that beyond all that he has thought there is further thought, 
further realisation? The vast unknown. How :vaé 
And then again, the travelling into farther countei 
For surely there are countries farther than we can ever-ha: 
heard or read of. Do we know all of lite ? ? : 
ledge we have all there is or can be? ? 


will forever be lent to the view. “Phe thought. i 
enchanting and mirageous, but real as life can. be. 
vast is the material world. of our instruction. The mat 
úniyerse! How much vaster the spiritual. Caz ow 


si Smoment Ümit the Infinite or: s attemp? to do. ip? 
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atter, spirit, life is a mystery, but it is all real; life 

eal, Hfe is earnest, life is eternal. We are real, eternal, 

nd shall forever arise from the dust of our apparent failures 

newer and nobler greatness in the home of our Father- 

a, Which is the home of perfect truth, perfect love, here 

earth, afterward in the spirit world, but always with 
ur Lord of lite and Jove. 


The Monastery. 


Mary Ida Rees. 
Js it not better thus our lives to wear, 
Than j join the crushing throng, doomed to inflict or Jen 2 
—_—— —Byro 
“Tr puzzles me always, Mervyn, that you, so Lai 
nd matter-of-fact in worldly things, should have this 
ange vein of—well, I don’t know whether to call it 
sceticism, perhaps that’s rather harsh, but something 
early approaching thereto—in your character. Had you 
ved in days of old you’d have ‘monked’ a monkery 
owself. Ha, ha! Do you remember that joke we heard 
tthe Empire about the friar who was the best friar ? ” 
. The speaker clapped Mervyn soundly on the shoulder, 
the rootless walls of the monastry rang with echoes of 
loud and unmonk-like laughter. ¢ 
Mervyn smiled. “Wel, we all have a dual nature, 
ub it down to that, though the duality has to be subser- 
ient to material conditions—which is good to a great 
stent. I don’t know about being ‘ascetic’ but I love 
hese óld ruins with an almost passionate affection. An 
et, if Pm not far wrong, the spirits of the old monks—if 
here are any_about—will be thinking I ought to be in 
m ch, and have persuaded you to go as well, instead of 
ending this unwinter-like Sunday prowling about here.” 
“So it’s just a pose on your part, a love of old things 
y the artistic point of view? Though, by jove, this 
» pretty spot, and no mistake. Pve heard of it, but 
ways pub off coming. Well worth the walk, isn’t it, 


‘It would be if the monks would ab least materialise 
mug of nut brown ale! Ah, to be in England—now!” 
kins flung himself on the grassy bank and mopped his 
ow. The long walk, uphill mostly, followed by the steep 
and stony descent into the secluded glade in which stood 
monastery ruin-—small but exquisite—and the unsea~ 
ly hej sunshine, had all gone to eee Hopkins’ 
peace of mind. 
“You’ré a queer chap, Mervyn. What the deuce 
-you want to persuade a fellow to tramp all this way for 
‘see a confounded ruin ? ” 

“Oh, come now! Look at it now, while the sun is on. 
Look at the magnificent curve of that arch, the fragile 
calving, the beauty given by the lapse of centuries to the 

nework, . And what could fit in the picture better than 
winter colourings around and the sky of alternating. 
blue dnd grey. clouds? ” 

“You've good taste, Mervyn, I must say, and so had 
these old monks.” 

‘arfield flung himself beside Hopkins and lit a cigarette 

than air, previously offering his case. 

Yo? as Mervyn refused. “Doesnt my offering 
Purkish incense please ‘your reverence,’ ” he mocked. 
rhaps you'd like me to desist ? Heavens, why? Oh, I 

it doesn’t fib in with the scheme of things. I quite 

Mf He flung his cigarette away. “here, now Um 


gome and explain to us the plan Oe the placé. - 
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formed therein, and Garfield looking at all these 
from the artistic point of view (he was first violin in a cine: 
orchestra, and also, as he himself expressed it,“‘dabbled: 
water-colours”) “Whats the good of it all? Here you 
have the remains of a beautiful building, lovely carvings, 
large rooms, everything comfortable as things went in those 
days, and for what? For a pack of lazy chaps who hadn’t 
the pluck to face the world and fight it with bare fists, but: 
must snivel away here in a lovely house among 
while poor dabs outside lived in mud huts or“ 
erections or something.” 

“Don’t blame them—living here I mean,” 
was rather fond of being sarcastic, and fond also of 
his real feelings. “No, Pm sure I dont blame th m 
To live here among the Welsh hills, what more could o 
desire. Really, Mervyn, do you know that after my na 
village of London, your Celtic air is like wine ? 
monks!” He laughed. “But perhaps you xe no 
wrong, Hopkins. Was there really any good in allthis 
Mervyn. Wasn’t it something very pretty and romány 
like old pageants and customs that look well on the stage: 
the pictures, but which have lost all meaning and sense:fa) 
these days.” e : 

“By their fruits ye shall know bthem,''' Mo 
replied. “For all the gross abuses which took place, unt 
one can doubt that there is not a single monagtry or con 
vent that did not contain from first to last a saint-like: 
character, or was the haven in which a broken heart found 
comfort and solace, or the school in which remorse an 
penitence learned ‘self-knowledge, self-reverence ard ‘self 
control.’ ” 7 UBS 

“But what if they did? What could a chap do.wher 
he was a monk? He could be abbot, of course, butzonk 
by the merest chance, as they wanted only one abbot: to, 
say, a2 hundred monks. What, coud a chap do to. ben 
humanity after a life of crime, locked up here? Could b 


_ alter the social system of those days, benefit the labour 


see that decent houses and cities were built? Not 
and repeating ‘Lord, have mercy on me!’ Cowaiéd 
“Certainly, if his duty lay in looking after hi 


‘ruling thait own houseliold. > But this doesn’t apply to: | 
There were many drawn by a natural inclination’ to 
tife? 


a question, to a great extent, of temńperament 
person takes to being an artist, another a musician 
so on; even in trade. It would scarcely do if all: 
the same thing. You play first violin. Well, if.no 


be? You also paint pictures. 
painted pictures and none houses’? 


Suppose all painters 
Though, no do 


where ill yi seë the most cuple of 
Will thé lovely, anemones bé found in the: 6pe 


from now, 
growing ? 


‘field in “the hot sii, ‘or “hiding: in the deep woods ?~ «AS 


said, we all can’t play first vole in ae s 5 oreheste 
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do. the sensitive and‘ spiritual. The metaphor only holds 


good so far, I know. Look at the carving on the ruins, the- 


j delicate is on the inside, not the outside. You are 
President of your Society. Don’t you always advise 
sensitives to keep from promiscuous circles ? ” 
eocMCertainly, but monks were not here to develop 
mediumship as we understand it.” 
{"No, because they were fettered by an outworn creed. 
ratithey did develop medinmship, as we all know. Sup- 
Josing there could be a monastery run on really spiritual 
‘lines, the lines upon which all monasteries have been 
‘founded—Christian, Buddhist, Egyptian—laying aside all 
the husks of creeds, legend and- dogmas, and accepting 
only the kernel. of the concentrated spiritual life ages. . . 
: [ look forward to that time.” j 
; And now, perhaps, you'll tell me why you didn’t 
want me to smoke, said Garfield, breaking a short silence. 
‘Do you really look upon this as holy ground ? ” 
“Yes, I do, it was consecrated to the service of God; 
it was hallowed by hundreds of years of prayer and praise. 
Vhatever wrong may have been done, whether it was built 
forced labour, whether the lives of some of the abbots 
ere.a scandal, does not alter the fact of the saints that 


enturies rolled on were the special ceremonies enacted, 
ndithe offerings of flowers, lights and incense more profuse. 
es, it is holy ground.” 
“But you don’t accept the Christian doctrine ? ”’ 
“No, and I would say the same of a monastery or 
ple belonging to any other religion. Human nature 
same everywhere, they are consecrated to the worship 
f God. They are holy ground.” 
“You mentioned special ceremonies and festivals,” said 
opkins. ‘What good are all those things. ?” 
ere not a magic in words, in numbers, in signs ? 
here not an influence in ceremonial acts, in ceremonial 
Is not the influence of colour being more and 


od or, And is there a friendly society that does 

ve all these things? Then why not religion ? ` And 
are what organised religion has had from time immem- 
= -and traced back, all Signifying the same.” 


è “will never outgrow them. We can 1 never out- 
‘symbolism of signs which are found among all 

e influence of colours, the magic of words, or the 

harmonies of music. Instead, our growth is 

We see more in them than the bigoted holder 

soothe creeds of some religion. We see right into the 


cation. I look for this in our own religion sometime. 
o; ‘John Inglesant’ will need to refuse the religious 
igcnuse ae so a he would have to forfeit his 


ʻe was a silence when R finished o 
they. realised- that the sun was fast setting g, and a 
ypa sweeping ‘aQLoss the hills. Winter had not 
-The other ‘two:-scrambled to their feet. 

a reached, the brow ‘of the hill. Before the 

th =o they. looked hack at the 2 ruin. It was 


- made the 
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The Humane Diet: Why Some 
Have Adopted It. 


fee 


H. J. Baylis. 


“Custom, though confidence be the horse, has dé 
sitting up behind.” 


Some time ago a speaker, when opening his lectu 
following remarks, “I intend to-night to hay 
shall not subterfuge meanings. N 
I shall call a spade a spade, not 
agricultural implement.” tu other words, as we obsery 
he was not going to camouflage in order to pander, 
susceptibilities, but unflinchingly speak the truth. 

Tf cach one adopted this logical attitude towat 
any subject under discussion, then we should soon féd 
the good results, for mankind and the animal-kind would 
quickly became extricated from the thraldom of error 
and the fetish of cruel custom. 

After all, most people at heart love truth, for th 
are not like sensitive children, who cannot grasp realiti 
although admitted, at times it is far from pleasant. Tha 
however, should not be used as an excuse. We must’ bé 
candid if we wish to promote lasting good. 

Jn discussing the subject of flesh-eating and tl 
attendant cruelty and horror in procuring it for the co 
sumér’s table, much, ah! much, is cloaked. Plain speaking 
is not desired. The narrow dark alley that leads to f 
gruesome slaughter-house, the pain and degradation, all 
somehow, leave an unpleasant indictment against us. 


plain speaking, 1 
ing will be glossed., 


she replied, “Oh, don’t talk about it. 
nice subject! It is just horrid.” “But,” I sald, 
admit that you partake of the product. 


called upon to do the odious work 2» 


‘for them.” 


tarian grounds. ‘Then, there are external sights th 
make numbers decide, and so on. f 

A gentleman with whom I had a conversation rem: 
that on an occasion he noticed some animals being driv 
to a slaughter-house. They looked abjectly miserable: al 
wearied. Want of rest, food and drink on the journey 
left its mark.upon them. He added that while he“. 


‘the within” said to him, “Are you doing right by being. 
party to these poor creatures’ sufferings ? It was ‘enougl 
He said he felt spiritual anguish. Then came the repl: 
“Your duty is to protect their kind, thus also help to.do 
away with the degeneracy that this unsoulful work éauses.” 
We then and there became a flesh. abstainer, and has been 
so many years now. 3 : 
A lady happened to be staying at a farm, and she, 
accident, saw the farmer killing rabbits for dinner t 
It made hei feel very Sick and wretched. She. becam 
Vv egetarian. 
Another lady had a tame rabbit kiled for food, 
the \ whole timé she was partaking of if she said She 
see or feel those little eyes, looking at her 
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dy said that she and her husband had never given 
ing the earnest consideration that it deserved, 
ustom had deluded them. ‘They happily by chance 
me fearless and pleading cssays on the subject. 
both gave up flesh food and became active humani- 
“workers. 
was told of a butcher who was about to slay a lamb, 
he could not resist the tender pleading of its eyes. He 
look again. That lamb was saved, and the man 
va Vegetarian. 
nce Will not allow me to give more instances. The 
‘cure is in a nut-shell—no consumer, no slayer; no 
faing, no degradation. It is ourselves that we should 
Our thoughts and acts are as a reflector to others, 
'e the mirror of our lives. If we listen to the inner 
we shall hear the cry, ‘ree yourselves from the 
nd blood diet, and you will automatically emancipate 
imals and your own kind too.” “Do good to others” 
yall beings whatsoever. ; 
n the words of the gentle Buddha, ‘‘Be a protector of 
rotected, a guide of the wayfavrer a lamp for 
that néed a lamp, so do you frame the thoughts of 
shtenment for the weal of the world.” 


Wedding at Portsmouth. 


E above church, very. prettily decorated for the 
on, was the scene on Saturday, August 27th, of the 
ocal Spiritualist wedding, the contracting parties 
Miss Lily Dawkins and Mv, Frederick Sparkes. 


fully choral, was conducted by the resident minis- 
s Uroydon church, Mr. Percy Scholey. The service 


Yo tate tor the glory Pa atonenicnt was the 
ission. given to each soul. The usual vows were 


on, behalf of the goodwill of the members, and to 
; first wedding, presented the happy paid ith 
Jose bowl and stand, suitably inscribed: - To th 
; Phe Wedding March,” played by Mr! ‘Alpény: the 
inis of tae pas thie gompany dispersed to a 


3 


Sipendid Phenomenal Evidence. 


the W olverhampton - Spiritualist. 


ugust. 20th 
m) had the pleante of a Seu from 


treet 


hree TR seances were given and 

vidy « aftainoon for obtaining instructions. On 
afternoon the sitters listened with pleasure to the: 
loudly. and clearly... It was heard all over the 


guides Ji the sitters forthe eee 


ne rness oy apni. to, 
had the Siri oka nur 


there would be three. Sure cnough in the evening three» 
people put their hands up in response to the request; two. 
being strangers and the other onc of our members just ott 

of the hospital. 

Mrs. Bailey had the pleasure of speaking with her 
guide, who, when asked, said he had been with her seven 
years, He also told her that there would. be. five more 
circles opened in the next twelve months. ‘The circle was 
closed by the beautiful voice of the leader of the circles: 

On Sunday evening the church was crowded, and 
could feel-the effect of the mission in the attitude of th 
people. Messrs. Hoskins and Taylor and Mrs. Bailey all took 
their share of work, as requested by the friends. The three 
suffering from paralysis came forward and were taken into”) 
the seance room to receive treatment by Mr. Taylor’s guide. 

On Monday our guests brought their visit to a close 
with another circle. Proof was given to all. Loved ones * 
came and lights floated, the voices being heard by some 
friends in the cloak-room. 

We feel we cannot give thanks enough for the ugk 
that has come to us through the mediumship of Messrs; 
Hoskins and ‘Taylor, and we shall receive them joyously 
if ever they are able to visit us again. They go only where” 
their spirit guides send them. 


“ Behind the Veil.” 


AFTER the film the stage! At the King’s Theatre, 
Longsight, Manchester, the Marriott-Watson Company,’ 
staged a new Spiritualistic play under the above title on: 
Monday, September 4th. 

Whilst we do not look with great favour upon itis 
legitimate stage as a suitable ground for Spiritualistic: 
propaganda, we were ndnetheless interested to see our-case’ 
presented with such evident fairness. ‘The psychic incidents 
are presented with an accuracy which shows thoroug 
familiarity with the leading facts of Spiritualism, and wi 
can advise all our readers to make a point of seeing this’ 
play. Humour and tragedy are well combined. The 
company, though small, in number are well balanced: 
ability, though the acting of Mrs. Marriott-Watson as 
‘unconscious medium” is remarkably convincing. 

_ The play is presented in a mild form of the Lancashite” 
dialect, and is homely in its setting, whilst the seanc 
scene in, which planchette is used for the purposes of ai 
experimental seance was followed by the audience wit 


. intense interest. 


¿We quite expect that’ within a few months wigan 


: argument will rage around this tra; gedy-dr: ama. 
> thing can, surély be said, the audience gave ib an exct 
reception. i : 


* 
“Translated —Miss Elsie ‘Stubbs.’ 
We regret. to. record ` “the. p passing to a higher uit 


. Miss Elsie Stubbs, which occurred on Friday, Septer 
2nd, at 3, Bast Meade, Choritonville, Manchester. ` * 


Miss Stubbs had apparently been in the best.of be 


, When she was seized with apoplexy.and passed away ik 
` few hours: « { 
+ for the. Manchester Central: Society, and was sect 

_ the Bazar Committee. 
` of. her age} ànd seéined overflowing with life and Viv, 


i Her sweet happy | cultured nature won ber a wide Tang 
: friends. ; 


For many years she had been:a hard, wọ 


She had reached the fortieth 
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The Autumn Canipaign. 


Wiru the advent of September and the earlier setting 
of the sun we are reminded’ of the passing of the year. 
“Despite adverse economic and industrial conditions, the 
Majority of folk have managed to gaze upon nature in the 
fulness of her beauty ; to feel upon the check the freshness 
of the salt-laden breeze from the sea, or the rough vigour 
of the moorland air. 

Our Societies have eased their efforts; many of the 


freshness of the open air to the confined’ atmosplicre 
‘an indoor meeting. Generally speaking the attendances 
“at our meetings have been greater than is usual fi summer 
ime andi all credit is due to the faithful ones who Have 
‘earricd on” Societary and other activities atvest 
Mal services will be the order duxing this month, arid 
in our gratitudė to bhe Giver of All we wilt not forgeé those 
Who, by sweab of brow and weariness of brain, have ably 
econded: nature’s wondrous processes, 
Falling leaves and ripened fruits remind us that the 
land: must have its rest and’ holiday, and the frst nips of 
mostrin: the morning air help us to realise that autumn is 
“a hand, and! with it our activities must increase. THe 
attendances at our meetings will now inéredse, dnd we 
every Society to make the best of the timed, During 
langer evenings many will spend’ theib time ih an armi- 
iy before the fife in the companionship of an interesting 
Let us see that the bookstall is in order, presenting 
od; selection. . If you have not got the volume you are 
sed - for, Book the order and get it. RernemBer, tlie 
jan; word may be just as valuable as the spoken one, 
is. S: perused | under such conditions that it often sinks 


ostrums should’ be scoped, by n representatives who 
ati each spiritual tr uths or demonstrate spirit existence. 
entimental platitudes are useless, / Sxhortation may be 


$ of spiritual Hite, and: ib is s tie business of 
st Societies to-supply ‘this laék: . 
Te} amning pio tomënat preen tatibi; {et us stive to 


reals the | 
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How can this state of affairs be remedied ? Th 

is of paramount importance to every earnest Spir 
There is only one remedy, which, however, nece 
two forms of activity: (1) the developing circle 
study group. ‘he public circle is not, and in the“n 
the case cannot be, a successful substitute for the de 
ing circle. Every Society should make it a pointite 
vate the development of mediumship, and the best 
in our experience, is obtained by such circles being 
and held in members’ homes. Spiritualism rests 
mediumship—it is the primary basis. Without iti 
our hold on the spirit people. No effort, therefore; sh 
be too much, no sacrifice too great, to secure thew) 
ment of the psychic powers of suitable sensitives. . 

Not everyone, however, is capable of devel 
mediumship to a point where it is of general serv 
others. The study group should provide a suitabl 
for the development of speakers and thinkers. The 
should take a consistent course of lessons. Many:& 
are using “Constructive Spiritualism,” by W. H. 
as a text book, and reasoning through the book sente 
sentence. Such a group awakens thought, and dey 
the use of language. No Society is complete witha 
study group. ' 

Many complaints come to us concerning the pul 
circle (or the “after meeting’). Most of these comp 
would be without foundation if such circles were condi 
by suitable leaders, and if a competent medium was’ 
at the disposal of such conductors. Let us be frank 
public circle should not be a place where any flahil 
ignoramus, is allowed to make a fool of himself, or 
the early stages of mediumsitic development (whi 
often peculiar and even distressing) are placed: on, 
exhibition. The place of the beginner is in the di 
ing circle, whilst the members’ circle can provide a 
practice ground for those who have passed the early 
of development ere they pass out to the public circ) 

Many of our readers are not Society workers, and: 
obvious reasons may be unable to attend public mestly 
The winter season, however, provides for these a numit 
social gatherings where a word may be dropped on:suitay 


- soil. The evening around the fire often provides an‘ op 


tunity for a quiet seance with a few congenial friends} 


: a few choice books to loan oul, or pamphlets to be gi 
| enquirers can fill the winter with pleasant memon 


good work done. 
Finally, we urge each Society to make a point 


' ing at least one large mass meeting during the’ 
, in the largest hall available. Let it be well adver 


of investments. We are sometimes inclined: to thin 
many Societies are fearful lest someone should. 


“their existence. If you do not think you have 


do close your doors and save your energies. “If you 
believe you are called to serve the world, then do not 
to let the world: Kriow that you: exist and: are exi 
the public benefit. — 

Well advertise your meetings locally ; 


: your subsequent activities. in your regalar Kall. tel 


satisfy the enquirers which your. larger efforts 


. Have an objective! “Visualise success! Work for ig 
‘remember, that your efforts will be supported. and: ur 
iby the influence.and power of invisible hosts,- 


AL 
a 


‘tod ‘of Coxineillor Venables at ‘his residen e 
Foden- road, Walsall.” ‘The weather v was s fine, a 
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CURRENT TOPICS. 


Tue Knight Templar of Spiritualism 
will visit Manchester on Wednesday and 
Thursday, October 5th and Gth. The 
Free Trade Hal has been taken for 
th evenings, and Sir Arthur is sure of crowded audiences. 
ednesday evening will be devoted to the relation of Sir 
réhur’s personal experiences and opinions, whilst the 

rsday evening lecture will be illustrated with limelight 
ntem slides of psychic phenomena. The services of J. 
i ming Walters, M.A., and Rev. G. Vale Owen have been 
cured as chairmen, and enthusiastic gatherings should 
sult in a stimulus to the Cause. 


it: A Conan 


On Saturday, October 8th, Sir Arthur 

speaks in the commodious Parr Hall at 

Warrington, and its capacity (1,600) is 

sure to be taxed to its utmost. The 

] committee is working hard, and will surely give our 

mpion a royal reception. On Monday, October 10th, 

Arthur speaks in the Town Hall, Congleton. A Spirit- 

dlistic Society has been recently formed in this town, and 

‘icipates a useful life. Sir Arthur’s visit will undoubtedly 

e this centre a solid foundation. Very few people 

mow the strain entailed upon a speaker by a series of 

ge meetings of this type., We trust Sir Arthur’s vigour 
enable him to return home happy if tired. 


MANCHESTER has decided to support the 

_ visit of Sir Arthur by a series of large 

mectings in the Ardwick Picture Theatre 

on Sundays, October 9th, November 6th, 

December 4th.. Dr. Ellis T. Powell will be the speaker 
pPetober | 9th. A \ groat deal of aieulty has been ex peri- 


ACCORDING to the “Church of Ireland 
Gazette,” we are on the eve of a religious 
revival. The writer says, “iow it will 
come we do not profess to foresee, nor 

we venture to suggest the lines along which it may run. 

È there is one thing certain it is that the Word of God is 

bound, and we ave certain that when a revival comes it 
‘contain an element of surprise-—perhaps of revolution. 
inot run along the old grooves, nor repeat the old 
ule.” It would appear that even the South of Ireland 
mot escaped’ the modern spirit altogether. The ‘Gazette’ 

Sinot, however, appear to know that in Spiritualism 

igion has found a groove too long closed and unheeded: 

revival is in full blast, and thousands of men are con- 
d:of the actual existence and potency Of a spiritual 
irld who a few years ago were (religiously) sound asleep. 


CANON GLAZEBROOK, speaking recently 
-at the Modern Churchmen’s Congress at 
Cambridge, told his audience that Sabba- 

tarianism had a very materialistic origin. 

wultitude, he avers, wanted to make sure of one day’s 
vy. a week for itself, and the Church gradually gave 
outside pressure. It was the ingenious humbug of 
jans in difficulties. It would appear that theolo- 
ll fiaintain their reputation for “ ‘Ingenious humbug. ” 

o understand that the pers sons desirous, of a day’s 


“A GOOD déal, of controversy has raged | 


around the premonition, of Mr. Harvey 
(the American Arnbassador);, concerning 
fer to. the ‘RS One contespondent in. the 


` “Church Family Newspaper” 


writes as follows : 


Navaccing years do not bother me. 
Spiritualism than ever. 


: the 79th still working. 


“new: 


aMnchester who knows nothing of airships, and had never. 
sech the R38 or any of its crew, who had a similar premonis, 
tion not only concerning the R38, but concerning a motor’ 
boat accident which resulted in Joss of life. This gentleman 
is in no way connected with Spiritualism or psychic sub” : 
jects. This widens the ficld of enquiry .considerably. 
Whatever ex planation of premonitionsis ultimately adopted” 
must explain the phenomena as a class. Mere argument “ 
from isolated facts can never be conclusive 

We have little patience with some of0b 
learned piffle which often surrounds. ț 
subconscious self. Sub-divisions of cons 
sciousness may be useful as sub-division 
is useful in every other branch of lite,” 
but a sub-division without limitations or definitions reminds: 
us of a footless stocking without a leg. Granted that, 
consciousness is something larger than ow: external edit 
processes exhibit, it would appear that some stimulus 
necessary to set. it working. We do not “see” unless > 
vibrations of light stimulate our sight. If such stimulus, 
conveys a perception of things larger than the known, (and. 
we imagine no one KNEW the R388 would meet disast 
then there is the implication of a realm of larger conscio 
ness or fuller knowledge. It seems to us axiomatic that 
any cause must be at least equal to the effect it produces, . = 
We would further suggest that a realm of larger conscious: = 
ness and fuller perception is nob unknown to the Spirit- 
ualist. The recognition of such a world does not, in-any, 
way, underrate the width of human consciousness, búi 
merely implies its active relationship to a suitable plan 
for its manifestation, since action and reaction are equat 
and opposite. 


That Wonderful 
Subconscious 
Strata. 


‘Tne articles by Rev. G. Vale Owen i 
the “Weekly Dispatch” contir € 
maintain. the interest of its many: th 
sand readers. He has recently drawn 
number of parallels between B blii 
and modern "phenomenal happenings ` which carry . 


Rev. G. Vale 
Owen and the 
“Dispatch.” 


define person, “the man in the street.” It is the attitude 
and persistence of men of Mr, Owen’s type (and ther 

not a few to-day) who are moving the Church from 
Jsecboaund past, and it is interesting to note that 

has opened its columns2t 
discussion on “The Church and Psychic Phenomena.” 


ae i m h ii iii Iiii 


rh 
Ir you are not making headway, 
errors. —H. KAUFMAN. 
Mr. 


you are making 


London, 
“Brevity is the soul of wit.” ; 

it is also a source of error. Someone has erred over p 
graph, page 413, in issue for September 2nd I have reg 
in Montana for five weeks (June and July). After 
strenuous lecture season commencing last Februar 


Jas. Coares, 50, Underhill-road, 


I am more 
work and certainly, if anything, more deeply interes 
Before: this veacles you! 


finished with my 78th. milestone, and hope’ t 
_ While resting i: ae been 


have 


etaphtne the Ynvisible”” for ‘the press, vel 
in 4 month, . Although an edition; it will be pra sticall 
work: ‘incorporating: the latest research wor 


l the JInvisible;”’ 


Advancing pi 

just keep going ön- 
speciallecbures: ¢ Psychic 

3 Dig possi Dl: ‘So 


THE Two 


CORRESPONDENCE. 


muit. be:fulty- understood that the Editor does not necessarily endorse the views 

pondents*whose letters are published from time to time in these columns. 

SY ents:must send name and address, not: necessarily for publication, but 

a-guarantes of- good faith. In order to avoid delay or the neccessity tor curtail- 
mils requested that letters to the Editor be made as brief as possible. 


RIS'RIANTRY AND THE HUMAN RACE.” 
Sm, —in reply to the two questions asked by Mr. 
Gregory in your . 29th. I had in mind: (1) 
The persistent hostility of iie Church, especially of the 
i igh Anglican and Roman Catholic branches, to any 
tional form of birth control (see also my letter in your 
ie-of July 22nd). (2) Phe jaundiced attitude of the 
Church in general towards the whole question of sex, based 
“upon the teachings ef the Apostle Paul, and, in particular, 
its: violent opposition to the very moderate and reasonable 
objects of the Divorce Law Reform Union, of which our 
4 penourert ehiefl—Sir Arthur Conan Doyle—is the President. 
As to the nasty taste in Mr. Gregory’s mouth, J suggest 
itis due, not to anything at all in my article, but to the 
(almost instructive) hypocrisy with which such subjects 
treated in this virtuous country. One of the chief 
be ubiés of Spiritualism is that its teachings are never in 
josition to commonsense, Whereas on both these questions 
icial attitude of the Church is in divect opposition to 


issuc of July 


Is Spiritualism big cnough, strong enough and inspired 
ough to fulfil its true destiny, ie., to become a unifying 
ree uniting in itself ALL the religions of the world, or 

vill ib. become “definitely Christian,” and degenerate into 
here sect? That is the crucial question, and I can see 
alternative. G. W. Wesrrove, 


MPHCOLOGICAL CONTROVERSY.” 
Sirn,—L am grateful to A. E. Fitton for her remarks. 
codon: however, has not quite apprehended my 
He speaks of some in the Movement who write 
i Strong theological bias. Well, let them write. They 
u nob prevail, for their arguments cannot stand against 
Bre is nec censary to answer hemis it shone be sone 


only say that those who thus describe their attitude 
mi to ‘do what Diocletian with the whole might of the 


pire behind him failed to do ; what the inimitable ` 


of 3 oltaire failed to do; what Gibbons’ erudition, 
‘an ancient creed with solemn sneer,” failed to do; 
materialistic school of forty years “ago 


is entire 3 
and are they not 


It is a oe cae ore 


Voodlaiid asks, * Ys ss true Gan the most foolish 
nents are sélected for attack 2 Yes, it is true. No 
aken of the intelligent. and scholarly cler gy, of ‘the 
Jhurch party, hut. only. of the foolish persons who 
tó crude “vicarious atonement,” “blood sacrifice 
ended God,” and thé like. Mr. Woodland himself 
em foolish avhen he Sa 
contradict the: Very - doctrines they are so ansious 

cept. = That is & criterion of foolishness. x 
YA wnent is that there is Ho need. to “defend | our 
io) ae undertake any militar y movements ab. all. 


Sw hy don’ t you: snd: Up. for the 
dear fellow,” rejoined the other, Sl expect 
send up for- me.) Arguments. never cons 


` one of the sitters 
that they ubter conv ‘ictions . 


, answer Avas, 


dispute ibA 
_ scious: hat. b was being de 
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bearing as set forth in the Seven Principles. ‘Lake 
conjunction with the higher criticism and with “nom 
psychology. it explaing the Bible and knocks the bo One 
out of literalist interpretations and verbal inspiration. 
has a psychological bearing, for it reveals the subcons 
faculties of the soul and makes the old psychology ou a 
date. It has a social bearing, for the ideal of brotherho 
carries very far and involves brotherly action in al 
affairs of practical life. 

It has a political bearing, for it tries to combine spiritia 
ideals with the actual engineering economies of matter and 
energy, and shows how advanced social ideals may 
made practical by the character that refuses to do evil th 
good may come. It has a personal bearing, for it aboliél 
the fear of death, and reveals that we make our own fu 
by our wisdom or folly, our good-will or ill-will to tho 
around us. 

At present we are only at the beginning; these teuthg 
require to be made practical and developed. If we deve lop 
them intelligently they will stand up for us by convin De 
reasonable men who are still non-Spiritualists of the streng 
of our position. ‘The little dogmatists and doetvinair 
Will die a natural death, we need not fash ourselves ab 
them. We pay them much too high a compliment 
taking them to represent Christianity. But if we imita 
sectarians and foam against great facts such as the Bib 
and Christianity, which are so much greater than ‘an 
interpretations of them, and fix our minds on dogmas, eit 
positively or negatively, we shall become sectarians too, 

Mr. W. H. Evans misunderstands my position’, 
entirely that I despair of saying anything that wou 
convince him of the fact. ` To others I merely say that 
detest “special pleading,” and have never been guilty ô 
My view is, “Let every man follow out in his practice 
logical consequences of what he positively believes “1 
abstain from attacking the beliefs of others.” It matte 
very little what any'man thinks about the Bible, provid 
he be just to others, tolerant, courteous and épen-min 

Knowledge that distinguishes what the Bible’ 
distinct from interpretations put on it by narrow men 
any school depends on open-minded study. Mine is deriy 
from the higher criticism, which has established the hun 
origin of documents which incorporate. much‘ legenda: 
matter, but also much growing perception of spirit 
veritics that are the enlightening of the souls of falli} 
men by the Divine Spirit. If we turn our attention to 
disregarding the legends and errors that belong to th 
of the writers, there is much that is infinitely truer tha! 
the doctrine of the survival of the fittest that sanction 
the brutalities of competition and violence. I leave“ 
that. ; -o V. ©. Deserts 


AN D NQUIRY. 


Siaa. a Spiritualist, I should like the opinión 0 
yourself as well as the readers of your valuable pape 
the following : os 

[ attended a circle the other night, and the 
was supposed to be controlled by his brother’s ts 
had passed on a few yearsago, and who was, when-on €a 
an advanced Spiritualist. He controlled. for the prp 


of. doing ‘all he could to enlenten us on auction p 


to. Spiritualism. 

thus: Jan, you tall me ee M 
place . was in when I had yon described to me pee. 
SNo; I canno 

“Well,” said the questioner, ‘ 


taining 


I am-satisfied it was you I had described to m 


even mentioned the birth-mark you had: . A | 
Thad from. you was alright.” "The control said, 
yt all, but I was Not there, $ f 


plained that it x 
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SPECIAL REPORTS. 


ids are inserted tree, Above that number a 
2d, per line is made. Send stamps with 


RADFORD AND DISTRICT 
COMMITTEE. 


usual monthly conference of the 
District Committee was held 
è National Spiritualist Church, 
edge. The conference was 
d by a hymn. ‘The invocation 
given by Mrs. Stott. Seven 
ites were devoted to spirit com- 
n ‘The President asked for 
minute’s silent prayer in the 
of Mr. Holdwsorth, Mr. Wad- 
ton and Mr. J. Yates, all of whom 
i sent through sickness. 
Fits. Clough, the local’ President, 
¿very kind welcome to the 
i Church, expressing her 
ire in seeing so many present. 
Kante. the President of the 
ct: Committee, thanked her for 
welcome extended to all. Mr. 
, of Skipton Church, was nomin- 
teller. , 
minutes of the last conference 
onfirmed. The correspondence 
an interesting nature. Letters 
rence to the sickness of Mr. 
worth, Mr. J. Yates and Mr. A. 
was also read, The 
instructed to convey 


all of them, 
vere in for 


Three Applica- 
conference for 


jority belg for Batley- 
aaay was instructed to 
-a plan for conferences for 
a let the various churches 
the dates, so that they could 
plete their bookings for 1922. 
th hefinancial statement was accepted 
eect 3 record. 
S of Ripley-street Church, 
‘Sutelitie, of Morley (Queen-st.), 
onfirmed as ee a 


agtn, s scoreless of Otel. 
inated as associate members. 
ghtowler, the S.N.U. delegate, 
report of the S.N.U. meeting 
Halifax. The report was 
dand thanks extended to the 
te for-the ale report. 

Holdsworth, of Dewsbury, ten- 
signation as treasurer of the 
vommittee, owing. to ill- 

he President desired it to 
édon record that we recog- 
€ value of his services given 
ause. Mr. Lightowler moved, 


Leng seconded, that we accept 


tion with the deepest sense 

The President then put 
“request for nominations. for 

er: pro. tem. Nominations were 
tkrovd (Laisterdyke), Mr. Pike 
Uord), “Mtr. Leng (Bradford), and 
Voting resulted in Mr. 


Ackroyd 
ed. ag treasurer, 


pro. tem., 


cretary of the Liversedge 
omplained of a speaker who 
with. their church 
Y ‘Church, both for the same 
causing disappointment. 
‘ésulted in the information 
ividual was not an asso- 
with any District Oom- 


é “President. tendered hbis. 


woh closed the marter, 


and also’ 


SHE TWO WORLDS 


Propaganda meetings were held in 
the afternoon and evening. In the 
afternoon a good number was present. 
In the evening the hall was full. The 
singing was exceptionally good. Invo- 
cation was given by Mr. Claughton. 
Iixeeedingly fine addresses were given 
by Mrs. Berry (Bradford) and Mr. 
Evans (Bradford, which were listened 
to with great interest. Clairvoyance 
was given by Mr. Ackroyd (the 
newly elected treasurer)and Mr. Claugh- 
ton (secretary) all of which was recog- 
nised. The President thanked the 
Liversedge workers for exceptionally 
fine day. ‘heir provision for the inner 
man was all that could be desired. 
The spiritual portion made one realise 
that they had indeed been in the pre- 
sence of the angel visitors. This con- 
cluded a veal good day. Mr. Roberts 
closed with prayer. 


oo —_ 


Cà 


MEETINGS HELD ON SUNDAY, 
SEPTEMBER 4th, 1921. 


Barrow-IN-FurRNESS, Dalkcith-st.— 
Mrs. Wilkinson, of Millom, gave 
addresses and clairvoyance. Mr. 
Fowler presided. 

Barry, Atlantic Hall. — Mr. R. 
H. Yates, General Secretary of the 
S.N.U., gave an address on aq uth,” 
taking his subject from the “Lyceum 
Manual”? = 

BIRKENHEAD, Hamilton. — Ad- 
dress and clairvoyance by Mrs. Hope. 
Mr. R. G. Roberts presided. 

BRISTOL, Dighton Hall. — Services 
conducted by Mrs. A. Boddington, of 
London. Mr. Oaten presided. 

United : Morning, open 
Evening, speaker, Mr. Coleman, Pre- 
sident of the Bishop-stveet Spirit- 
ualist Church. Mr. Taylor gave clair- 
voyance. Mr. Pritchard presided. 

Universal: Miss Bartlam, of Bir- 
mingham, gave addresses on ‘‘Prayer” 
and “Was Jesus Divine?” Clair- 
voyance. 

Clifton: Miss Mary Mills gave the 
address and clairvoyance. 

Cwm AND DISTRICT. — My. and Mrs. 
Marshall, .of Abertysswy, conducted 
week-end services. . 

EXETER, Market Hal. — Mrs. 
Bewick, of Cardiff, discoursed both 
afternoon and evening. Also gavé 
clairvoyance. 

Erst. — Mrs: 
spoke ‘on “The -Godin us.” 
gave ‘clairvoyance. . 

KRKCALDY. — Mr. and Mrs. H. 
S. Hambling, of Dundee, paid us a 
visit. Addresses were given on ‘‘Spirit- 
ualism, clean and creédless”’ and. | “The 
practicability of Spiritualism.’? . Mr. 
Hamnibling also. rendered. two solos. 

Livereoon, Daulby Hall. — Mr. 
E. W. Oaten, of Manchester, 
evening service, spoke òn “Ancient 
legends and modern research.” Mr. 
B. A. Keeling presided. i 

LONDON. — Brixton : >: Mrs. Melloy 
gave an address on ‘‘Meéediumship.” 
Mr. Ww hittier gave clairvoyance. 

ELSA: 
address on ‘ 
voyance. 

Fulham: Morning, circle. Evening, 
Mrs. Worthington. gave a 
address. —PRos.: 
7, Mrs. L. Lewis. “Thursday, Sept. 15th 
at 8, Rev. WARD. ` 

Tondon Spiritual Mission : : 
ing, Mr. Thomas Ella-gave-an addres 
on ‘Soul. growth. *% . Evening, Mrs. F? 
Byerett ; gave an address on “‘A:living 
faith.” rer 

‘Manor Pe Morning; 
conducted-the healing service 


Graliam , of Walker, 
She also 


Love,” followed by. ‘clair- 


to ay to- You Put ye cannot bes 
] Broadbeck | ; 


circle. 


at the ` 


Mrs. Podmore gave, an. 


trance . 
Sunday next, “at 


429. 


address on “God and the Universe.” 

PETERBOROUGH. — Addresses and 
clairvoyance by Mr. J. H. Flanel. 

Porrsmoutn, Temple. — Mr. Woods 
land, of Cardiff, gave trance addresses 
on The science and religion of Spirit- 
ualism.” Mr.. Hayward gave clair- 
voyance. 

PLYMOUTH, Stonehouse. 
conducted by Mr. 
Mr. Prout. 
P. Webb. 
Dennis. 

YORK, Spen lame. — Mrs. 
conducted the services, whose 
ing subject was ‘‘Whatsoever 
soweth, that -shall hbe also 


— Mecting 
Loome. Soloist 
Trance address by m 

Clairvoyance by Mr. 


evens” 
a mar 
reap 


SOCIETY ADVERTISEMENTS. 


Manchester Central Spiritualist Church 
ONWARD HALL, 207, DEANSGATE. 


SUNDAY, at 6-30. 


SEPT. 11.—Circle for Members only. 
» I8—Miss TICKELL. 
ss 25.—Circle for Members Only.. 
Ocr. 2.-Mrs. R. DARBY. 


Manchester Society of Spiritualists, 
38, MASKELL STREET, ARDWICK. 


SUNDAY, SEPT. Lla, at 10-30, 
At 3, OPEN CIRCLE 
At 6-30 and 8-10, Mrs. RICHARDS. 
Monpay, at 8 Mr. H. JAMES. 
WEDNESDAY, at 3 and 8, Miss 
SANDIFORD. 


Collyhurst Spiritual Church, 
CoLLYBURST STREET. 


LYCEUM 


SUNDAY, SEPT. Lira, at 10-30, Lycrvar 
At 3, 6-30 and 8, Mrs. A. B. LEE. 
Monnay, at 3 and 8, Mrs. Lee 
WEDNESDAY, at 8, Mrs. IRONS 
SATURDAY, at 8, OPEN MCLE: 

SUNDAY, SEPT. 18TH, Open SESSION. 


Longsight Spiritualist Society, 
SHEPLEY ST., OPPOSITE Prr ENTRANCE; 
Kina’s THEATRE. 


SUNDAY, SEPT. 11TH, at 6-45 andis- 15, 
Mr. WRIGLEY. 

TUESDAY, at 8-15, Mrs. THORNTON. 
THURSDAY, ab 8-15, Mrs. Boory. 
Open Circle on Saturday at 8. Doors 

‘ closed at 8-15. : 


Moston Spiritualist Lyceum: ‘Church, : 
Oo-oP. HALL, Amos STREET.: : 


SUNDAY, SEPT. 1 imi, ab 10-30, Ly 
At 3, OPEN CIRCLE. 
< Ab 6-30, Mr. POOLE, 
: WEDNESDAY, at S, OPEN Crrene, 


Milton Spiritualist Church,” 
Boota STREET, ECCLES Cross. 


SATURDAY, SEPT. 10TH, 
Mrs. HALL. 
SUNDA AY, SEPT. LITH, at 3, 6-30 & 7-4: 
Miss BIRKETT. ~ ` 
MONDAY, at 3°& 7:45,. Mrs. 
WEDNESDAY, at 7-45, Punta 
THURSDAY, ab 8, MEMBERS’ ‘DEVE OP- 
ING Crass. ~ 


Middleton Spiritualist Society 
GILMOUR: STREET. 


at 7- 45, 


. SATURDAY, 
Mn 


ROBERTS 
„and 
ts. BAR 
‘ISTH, ‘Miss GTO 


“a isto l saand Temple, 
47, QAZEPLD.: RD ON FTON. 


SOCIETY ‘ADVERTISEMENTS. 


THE TWO WORLDS 
SOCIETY ADVERTISEMENTS. 


ilingham Spiritualist Society, 


OppreLtows’ HALL, VicARAGE ROAD 
SUNDAY, SEPT. llr, ab 7, 
Me. W. A. WATSON axp Miss 

L. GEORGE. 
Sra, Mrs. H. DAVIDSON. 
25ra, Mrs. MAUNDER. 


SEPT. 
SEPT. 


Brighton Spiritualist Church, 


ATRHENMUM HALL, Norra St. 
Affiliated to S.N.U.- 


SUNDAY, SEPT. tive, ab 11-15 and 7, 
Mr. A. WILKINSON 
(Southern Counties’ Tour), 
Also through the week. 

At 3, LYCEUM. 
Monpay,¥at 8, Healing Circle. 
WEDNESDAY, at 8, Mr. WILKINSON. 


Brighton Spiritualist Brotherhood, 


OLD STEINE HALL, 524, OLD STEINE. 
Affiliated to S.N.U. 


g SERVICES : 
‘Bundays at 11-30 and 7. Lyceum at 3. 
Mondays and Thursdays at 7-15. 
. Tuesdays at 3. 

Healing meetings, First Wednesday in 
every month at 3. 
Saturnpbay and SUNDAY, Spt. 
10rn and 111, Dr. W. J. VANSTONE 
Monpay and Turspay, Mr. R. 
BRAILEY, 

Sepr, 179 to 20m and 24TH, 
Miss Burcner, of Northampton. 


Brixton Spiritualist Brotherhood 


5 Church, 
STOCKWELL PARK RD., BRIXTON, S.W. 


SUNDAY, Seer. lips, at 11-15, CIRCLE. 
At 3, Lyceum, At 7, Mrs. NEVILLE, 
Address. and Clairvoyance. 
Serer. 181a, Mr. and Mrs. Brownuoun. 
-. Crreres: Monday, at 7-30, Ladies ; 
Tuesday, at 8, Members; ‘Thursday, 

at ‘8-15, Public. 


“Church of the Spirit, Camberwell, 


Taw PROPLE’S CHURCH, WINDSOR RD., 
DENMARK HILL STATION. 


SUNDAY, SELT. Livy, at 11, 
gad Mrs. E. M. BALL. 
“At "6-30, Mr. H. E. HUNT. 
Wednesdays at 7-30. 


_Chureli of tho Spirit; Croydon; 
AREWOOD Haxz, 86, Hion STREET. 
eee 
SUNDAY, Serr. tiv, ato 11 
MR. P. SCHOLEY. 
* At 6-30, Mrs. MARY GORDON. 
> Clapham’ Spiritualist Church, 


AY JOINING REFORM. QLUB, ST. LURE’S 
< Rp; Hiran Sr, CLAPHAM, S.W. 


AY, SEPT. llr, at 11, 


HAM Grove, FORREST GATE (pa 
Building to Second Door on Left). 


11TH, MRS 


3, SELF. 
„1815, Mrs. 


Lays . 


ŠT (close to "Uxbridge. alah 
Tram Stop), MIAMETON HILL. í 


CIRCLE. 


Hounslow Spiritualist Society, 
ADULT SCHOOL, Wrrron Rp. 


SELD. IPH, 
Mrs. BDEY. 
ab 7-45, Miss L. GBORGE. 
every Sunday at 3. 


SUNDAY, at 6-30, 
TUESDAY, 
Lyceum 
Kingston Spiritualist Society, « 
Bisnor’s HALL, THAMES STREET. 


linn, at 11, 
At 6-30, Mr. 
at 7-30, Mrs. 


SERVICE. 
KIRBY. 
Lunp. 


SUNDAY, Sep. 
At 3, LYCEUM. 
WEDNESDAY, 


Manor Park Spiritualist Church, 
SHREWSBURY ROAD. 
SUNDAY, SEpr. lira, ab 6-30, 
= Mr. T. W. ELLA. 
THURSDAY, Mrs. Harvey. 
SUNDAY, SEPTEMBER 18TH, 
Mr. G. TAYLER Gwinn. 


North Finchley. 


St. Joun’s SPIRITUAL Mission, Woop- 
BERRY GROVE (opposite Tram Depot). 


SUNDAY, Y SEPTEMBER lITH, 
MR. and Mrs. BRITTAIN. 
WEDNESDAY, Mrs. Laura LEWIS. 


Richmond’ Spiritualist Church. 
Free CHURCH, ORMOND ROAD. 
SUNDAY, SEpr. 1Pru, ab 7-15, 


Mr. JAS. H. KENT. 
Descriptions by one of the members. 


WEDNESDAY, ab 7-30, Mrs. GOLDEN, 


Address and Clairvoyance. 

Plumstead National Spiritualist 
Church, 

Invicta HALL, Crescent Rp. 
SEPT. 11TH, at 11, 
MEMBERS’? Crrcne. BAt 3, LYCEUM. 

At 7, Me, R. BODDING'TON. 
THURSDAY, at 8, Mrs. CLEMPSON. 


London: Central Spiritualist Society, 
Foop REFORM RESTAURANT, 

3, FURNIvVAL STREET, HOLBORN. 
FRIDAY, SEPT. 9TH, at `7- 30, 
Mrs. CROWDER. 

Fripay, Seer! 16TH, at 7-30, 
Mrs. ORLOWSKI, 
Psychometry. 


te 
Little ford Ghristian Spiritualist 
Church, 
Oiurow Roan, CORNER or THIRD AV., 
Manor PARR, É. 
SUNDAY, SEPT. live, at 6-30, 
ER Address and Clairvoyance. 
' Speaker to be announced. 
Monpay, at 3, Mrs. MaunpER. 
Plower Readings. 

WEDNESDAY, at 8, Mr. A. T. KIRBY. 
THURSDAY, at 8, Miss GEORGE. 
SUNDAY, SEPT. 18TH, Mrs: JAMRA‘CII. 
Harvest Festival- 

Lyceum every Sunday ap 3. 


Stratford Spirituat’ Ghuréli, 


IpMisTON Roan, SIXTH: TURNING DOWN 
FOREST LANE GOING FROM MARYEAND 
POINT STATION, 


SUNDAY, 


SUNDAY, SEPT. LITH, ab 6-30, 
Mrs. ORLOWSKI. 
WEDNESDAY, Sper. 4TH, 
: DIES’ MEETING. 
THURSD AY, SEPT: -VSG 
Postio, CRRCEE. 


ab 3, 


at 8, 


.2nd, 3rd, Nelson ; 


SEPTEMBER 9 


British Magnetic Healers’ Ags 


above Association wili 
PROPAGANDA MEETING 
at BLANDPORD Sv. SPIRITU 
CHURCH, SPALYBRIDGE, 
SATURDAY, SEPTEMBER. 10TH, 
Demonstrations of Magnetic. Hi 
will be given. All patients trea! 
oa of charge. 
Meeting at 6-30.. Healing a 
Mecting as usual at 21, M ANOR $ 
ARDWICK. 
at close 
above Association will D 
PROPAGANDA MEETIN( 
on SATURDAY, SEPTEMBER 175 
the RApchirer SPIRITUALIST Of 
Ramway STREET. 
We invite you to avail yo 
this oppor tunity to test the } 
healing by the laying on of har 
All patients treated free of 
Meeting at 6-30. Healing: 
Collection at close of meet 


The 


Collection of meet 


The 


Miscellaneous Advertiseme 
(KOT DISPLAYED), 
Ye Let, wanted: Fer Sale, Prespective: 


monte, Speakere’ Dates, Mediums, Wante 
words, 18. 6d. Each additional fine, 34, 


Goon nome for two reg] 
men. Share bed. Board i 
Close to tram and train. . 
moderate.—72, Heaton-stree 
Birmingham. 

Wovin any kind Spirituali 
young o lady with small 


Box ae Tn o Offic 
SPEAKERS OPEN DATE 
Mr. Roserr Davies, tl 

known Exponent and Demo 

of “Beech House,” 83, Clevel 

Crumpsall, Manchester, is engagel 

the Societies mentioned be 

1921. If secretaries of other $ 

near the places mentioned arı 

of booking a night or two extr 


above address for terms, e 
3rd, 4th, 5th, Derby; 10 
Colne ; 17th,, 18th, 19th, 20th: 
ley ; 24th, 25th, Skipton ; Oc 
Sth, 9th 
Hillgate, Stockport ; 3. 15th, 160 
Rawtenstall ; 23rd, Hyde; 2 
31st, Central, Stockport ; ; "No 
Sth, 6th, 7th, Brierfield; 12 
14th, Burnley ; 19th, 206 
Ilkeston ; ; 27th, Princess Hall 
chester; December 3rd, Ath, 


- Hillgate, Stockport; 10th, 1 


Birmingham ; 17th, 18th, 19th, 
port; 24th, 25th, 26th, A few.’ 
for. 1922, as follows: Marl 
July 23rd, August 6th, Nov. 
December 24th. 

Miss McKay, Speaker, and ; 
voyant, is booking dates in. Bra 
district after October. Wal 
present. —Miss McKay, ¢/o 

» Liyn-street, Pwllheli: 

’ SECRETARIES PLEASE Note 
Bicers, Exponent ands Di 
tor, late of New Villas, B 
near Walsall, has moved to 


' street, Mansfield, Notts.; and-Wi 


inform, those Societies. whose 

had to cancel through-illness 

will be pleased. to boo 

open p also to inform- all- S9 

he is booking. Sundays'onl 

ends, or special propagandi 

for any period’ can, be: arrange: 

Distance no. object. An uly a2 

tion will obliges” ’ ; 
TEB. Commit een of 


SPIRITU ALIST CIT 
i j 


THE TWO WORLDS 


SPECIAL PROPAGANDA WEEK. 
IT OF MR. G. A. MORLEY WRIGHT, of Pontypridd. 


Ht Pendleton Spiritualist Church, Ford Lame: 


DAY, Sept. llth, at 2-30, 6-39 & 8, also on MONDAY, TUESDAY and WEDNESDAY, Sept. 12th, 18th & 14th, 


3 At Salford Central Spiritualist Church, 


TRSDAY, Sept. 15th, at 3 (Members only) and 7-30. FRIDAY, Sept. 16th, at 7 


at 7-30, PUBLIC SERVICES, 


West Figh Street: 


-B0. Silver Collection at each service. 


PENDLETON SPIRITUALIST CHURCH, FORD LANE, MANCHESTER. 


UNDAY, Sept. lith, MR. G. A. MORLEY WRIGHT, 


IBDNESDAY, SEPT. lfriu, at 


SUNDAY, 


Ar 2-30, 6- 30 and 8, 
7-30, Mr. MORLEY WRIGHT. 


Sept. 18th, 


race at 2-30. 


HARVEST FESTIVAL. 


THURSDAY. 


SEPT, lor, at 8, Mrs. HOLDEN, 


r. E. W. OATEN, 


ON on SATURDAY, Sept. 17th, at 3-30 prompt. 


ant Agenda inclindes applications of Associates, etc. 
at a nominal charge at 5-30. 


Council meet at 2-30. 
All Delegates and Associates are requested to attend. 


Tea will be provided for, members 


the Evening, at 7, a PROPAGANDA MEETING will be held in the above church, conducted by the following 


workers : 


Mr, PAGE (Seedley), and Mr. JAMES (Stockport). 
Collection to defray expenses. 


ES AND CLAIRVOYANCE. 


Mrs. FITLIEN (Ashton-u-Lyne), Mrs. ELLIS (Blackley), 
JHAIRMAN: Mr. 


Hearty welcome to all. 


Miss M. MILES (Stalybridge), 


J. JACKSON (President). 
D. MORGAN, 


Hon. Sec, i 


SOUTH MANCHESTER SPIRITUALIST CHURCH, 


Princess Harr, Princess Roan, 


Moss SIDE. 


NDAY, Sept. Lith, LYCEUM ANNIVERSARY SERVICES 
2-30 and 6-30 Speaker: Mr. G. F. KNOTT, Editor of “Lyceum Banner.” 


At.8-15, Mr. ALBERT HOPE. 


Solos, Musical Ttems, Massed Singing by the Children. 


Teas provided. 


MONDAY, Serr. rH, at 8-15, DEVELO PING Crass Conducted by Mrs. EASTWOOD. 


ESDAY, Sept. 13th, LANTERN LECTURE on “SPIRIT PHOTOGRAPHY” 


WEDNESDAY, SEPT, 


THURSDAY, 


lity, at 8 


by Mr. W. HOPE, of Crewe. 


7. pon. prompt by E. W. OATEN, Esq. 


-15, SPECIAL OPEN 


Sept. lors, at 3 


` 


Tickers, 9d. each. 


RESERVED SRats, 1/- each: 


CIRCLE Conducted by Mrs, FORREST. 
and 8-15, Mrs. MARCROFT. 


WANTED, 
o Palmist, 


Character 


s post. Salary or shares. 
» end——Box “Y,” Two 
OFFICE, Manehester. 


D,a good General, as Mouse- 


f rom about 20 to 25. Family 


Box Ha 3 Two WORLDS 


sliving EA 
sistant -wanted.. Partieulars 
-Panpor, Jobn-s$,, Rhyl. 
Boarp with Spiritualist 
te bedroom) geg b 
zat busin g. 


refined, experi- 


DON’T WORRY! 


To THOSE PRIENDS WHO HAVE BEEN 
MAKING ENQUIRIES CONCERNING 


WILLIAM LAMB, 
The Well Known Lancashire Healer, 
late of Supe: Buildines, Deansgate, 
now at 90, GROSVENOR ST., ALL SAINTS, 
MANCHESTER. 
He. begs to thank them for 
kind enquiries, and to state that he ig 
sti open “for consultation at the 


above address for treatinent of Physi- 4 


eal ailments. 
Hours | 10 to 4. 


THE Man wr 


their ; 


NEW SECRETARIES. - 


Changes in the Names and Addresses of secretaries 
et Societies can be intimated under this head if stamps 
to the value of 3d. be forwarded with the intormation. 


HaNDSWORTH SPIRITUALIST CuuncH,: 
30, Joun Sx, VILLA. .CROSS.-—MR 
Jons G.4 Woop, 49, Gerrard-strect: 
Birmingham. £ 


Wortawe: = To let, Furnished R 
Suit. ‘two. ‘ladies. No attendance.. 
Sela welcomed.. For -te 
writes aT E gton-road. 


a of “Denton . Spiritualist: 


` Church would: “welcome offero 


Unempl 


‘Sor 


> "ately for 


Yoga Crystals 


FOR DEVELOPING 
HEY CHIE PASULTIER: 


21/- aach | smalar 10/8. 
Instructions included. 
Yoga, 46 Wall Glove Mount 
Leads, 


SPECIAL OFFER. 


` Ten Complete Lessons in Book Form on 


CLAIRVOYANCE. 
By H. JOHNSON. 

It tells you how to Develop Norma) Clairvoyance, 
Trance Clairvoyance, Psychic Phenomena, Physical 
Phenomena, Thought Transference. 

“An excellent guide to medfumship.”” By post, 18. 4d. 


_ AL SIGNA, 12, Newton 8t, GLASGOW. 


ALL WOMEN should write immedi- 
FREE SAMPLE of the 
“PRrompa” Treatment. The sure and 
‘speedy remedy for all irregularities, 
‘Testimonials, Sample, and Manual of 
' Wisdom” free on application to the 
Manageress, 
Le Brasseur Surgical Manig. Co. Lid., 
(Dept. 31), $6 & 92, Worcester Street, 
Birmingham. Works: PASSY, PARIS, 


SIX WONDERFUL BOOKS. 


4 
OLAIRVOYANCE AND ORYSTAL GAZING 
PRACTICAL PSYCHOMETRY. 
J MppicaL Hypnotism & SUGGESTION. 
>How To Converse WITU SPIRIT 
FRIENDS. 
PERSONAL MAGNETISM & WILL POWER. 
“TABLE RAPPING & AUTOMATIC WRITING 


Price 8d. each, post free 10d. 


N.B.—Each book contains a full 
course of lessons. Address all orders to 


ALEX VERNER, 15, Vernon Street, 
Bolton, England 3 


RAPID VAMPING INSTRUCTORS. 
Our Price 1/6 post free. 

Place the Card over the piano keys, 
and you can at once vamp, etc., 
thousands of Songs, Ballads, Waltzes, 
Ragtime, etc., equal to a professional 
musician. No knowledge of music 
required. After using a few times you 
will be able to dispense with aid of 
‘the. Instructor. 

E. „Gabriel & Go., 78, Hacktord Road, 

London, $.W.9. 


HE “BRITISH SELF-HAIRGUTTER 
i : PRICE 2/6. 
Astounding Success. Just what the 
.. Smart Man Wants. 
‘This splendid British Invention has 
et~ with such keen. ‘appreciation 
RA thousands of people. that the 
‘proprietors have reduced the price from 
10/ to 2/6. Men are amazed at the 
sé; and- perfection with -which they 
cut their hair. Mothers are delighted ; 


ness, and save money. 
he: Haircutter. is practical and 
: Ib cuts the hair as it 
Takes off longest.or shortest. 


earing. -Nothing to go wrong. 
SPARE -BLADES 3/- PER DOZEN. 


Gabriel & Co., 78, Hackford Road 
Deon 8. W9. Mention. P W. J 


THE TWO WORLDS 
The Magnetic and Herbal 


Treatment that Cures. 
PARTICULARS PREE 

lf sufferers from all kinds of diseases, 
no matter how long standing, chronic, 
or if given up by doctors, will send mea 
full description of their complaints, and 
stamped addressed envelope, I will 
send them free particulars of my Cele- 
brated Herbal Treatment. By this 
Natural Method of Healing I have per- 
manently cured hundreds of cases that 
have been pronounced incurable. I use 
no drugs or minerals, but Nature’s Her- 
bal Remedies, that find the seat of the 
Disease at once, and all my remedies 
are MAGNETISED by me before making 
up. This treatment gives quick relief 
and permanently cures. In the Thirty 
years of experience before the public I 
have been marvellously successful in 
permanently curing all kinds of dis- 
eases. Testimonials can be seen. Note 
address :— 


MR. GEORGE VERNON, 
The British Magnetic Healers’ Institute, 
21, Manor St., Ardwick Green, 
Manchester. 


Hours of Attendance: 10 to 4 p.m. 


BRITISH MAGNETIC HEALERS’ 
ASSOCIATION, © 
21, MANOR STREET, ARDWICK GREEN, 
MANCHESTER, 
will hold Public Healing Meetings 
On SATURDAY and TUESDAY EVENINGS 
at 7-30. 
A Hearty Invitation to all. 


Mr. VERNON will Diagnose Disease 
and give Herbal Recipe for-same (dona- 
tions voluntary), from 7-30 ta 8-30 
every Saturday. 


CLAIRVOYANCE. 


A OLASS is being formed for the 
study and development of Crystal Gaz- 
ing, Psychometry, Normal. Clairvoy- 
ance and Clairvoyant Sleep. One lesson 
per week, — 

For fuk particulars send stamped envelope to 


A. SIGNA, 12, Newton St., GLASGOW. - 


Healing and Beautifying 
the Skin. 


Disfigurements Soothed and 
Healed by Germolene. 


Facial © 


AWARDED FOUR GOLD MEDALS. 


“It is wonderful!” That is a 
grateful user’s enthusiastic opinion of 
Germolene, the New Aseptic Skin 
Dressing, after a fortnight’s treatment 
for serious facial eczema. It was the 
opinion of the experts. at the four 
great International Pharmaceutical 
Exhibitions where - Germolene was 
awarded Gold Medals. Tt is the 
opinion of thousands of users who have 
proved personally that its germ and 
poison expelling properties; its sooth- 


. ing, cleansing and healing qualities, 
elevate it right above. the. plane of 


the old-time ointments,» and salves. 
Mrs. Perry, of 7, Arlington Gardens, 
The Drive, Llford, suffered: terribly for 
nearly a year from a serious face rash, 
which ‘¢aused intense pain and irrita- 
tion, and’ so marred her appearance 


- that she" was. confined. to the house. 
She applied every. kind of lotion. and 


ointment shé could procure’ without 
avail, and finally she tried.Germolene. 
Relief was’ immediate. The ‘first 
application. sodthed:‘the irritation.. In 


-à fortnight her. complexion was clear, 
‘Smooth and, healthy. Now Mrs. Perry 
, always - USES, Geo T as a face 
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APARTMENTS. 


aie BLACKPOOL. . 
RS. GARTER, 138, Lys 

Mr Ap: artments with or’ 
board. 'Jrams pass door. 
comforts. Piano. Phone 55 


AXON l 8, CHURCH St 
SHORE. 


Apartments, | Wi 
without board. ł min. from ses 


MISSES ©. ‘AND A. ENTWIS 
SUNNYBANK, 75, LORD § 
BLACKPOOL, N.S. Superior Publi 
Private Apartments. Near Sea. 
FORDINGBRIDGE, HANT: 
y RS. CHEESEMAN, SALISH 
Ri ST., FoRDINGBRIDGE, Hy 
Home comforts, moderate ¢ 
Beside the River Avon. Fishin 
Motor service to seaside passes 
LONDON. 
Mes, BLACKWELL, 87, Car 
RD., TOFNELL, PARK Ro, 
DON, N.7. Bed and Breakfast, 
Homely. Very central. 
M RS. ROSE, 319, OLAPHAN 
- §.W.S. Visitors, Bed and 
fast, 5s. Central to all parts. 
MILLOM. 
MRS. WILKINSON, 25, Ma 
= MULLOM, CUMBERLAND. ‘A 
ments. 


Sea and Mountains, 
MORECAMBE. 
ROTD BOARD 
Hovusn, 1, Sma View P 
West END. MRS. Ler, Propri 
Send or Terms. 
SCARBOROUGH. 
MBS: LAYCOCK, Norrareie 
l BLENHEIM STREET. Comfor 
Apartments. _ View of both bays. 
MES: ROBERTS, 8, BRU 
TERRACE. Apartments. Cènt 
five minutes sea, Spa and statio: 


SOUTHPORT. 


MES. 3 JOHN PEMBERTON, H 
VILLE, 4, IRVING STREET. Ho 
Apartments. Sea view. : 


M OUNT 


THE HAUNTED HOUSE, HASTIN 


Largest Spiritualist Sea-Side Holid 
- Home in the Country 


Fine, Mystical <Old-world Man 
beautiful surroundings. High, b 
position. Few minutes’ ‘walk i 
sea-front and centre of town 
Board and Residence, 6/6 per. 
Proprietors: Mr. and Mrs. CUR 
late of Nottingham. 


JAMES KITE, 
MAGNETIC HEALER, 
99, Radnor Street, Hulme, Manches 


Highly Successful in Insomnia: 
Nervous Troubles. 


Fouty QUALIFIED CRrRTIFICAT 
MEDICAL & SURGICAL Mass 


Electro-Therapy and Swedish Remes 


Treatments for all varieties’ of 
matism, Sciatica, Neuritis. an 
Joints. 


Digestive Cobia, Wasted Mugs 
Infantile Paralysis, and -all tr 
arising from imparied circulati 


Cons ULTATIONS. AND TREATM 


